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Message Text 


UNCLASSIFIED 

PAGE 01 RANGOO 02242 061130Z 

43 

ACTION FBOE-OO 

INFO OCT-01 EA-10 ISO-OO A-01 /012W 

096842 

R 061025Z AUG 75 
FM AMEMBASSY RANGOON 
TO SECSTATE WASHDC 090 

UNCLAS RANGOON 2242 

E.O. 11652: N/A 
TAGS: ABLD, BM 

SUBJECT: PROPOSED ELECTRICAL DISTRIBUTION, PROPERTY 06331 

REF: (A) STATE 179787 (B) RANGOON 2196 (C) DEPT OM JULY 28 

DEPT OM CITED IN REF (A) RECEIVED TODAY AND THE EMBASSY'S COMMENTS 
ON POINTS RAISED, WHICH WERE NOT COVERED BY REF (B), ARE AS 
FOLLOWS: 

1. AS INSTALLATION WORK MUST BE DONE BY LOCAL ELECTRIC SUPPLY 
BOARD (MUNICIPAL AUTHORITY) PERSONNEL, ADDITIONAL CHARGES FOR 
CONNECTION WERE INCLUDED IN ESTIMATED KYAT TWELVE THOUSAND 
FIGURE SHOWN AS ITEM VI RANGOON OM JUNE 24. 

2. RECENT STUDY CONDUCTED BY EMBASSY IN ATTEMPT DETERMINE 
SHIPMENTS COMMISSARY SUPPLIES INDICATES BEST PRICE CHARTER 
AIRCRAFT SINGAPORE/RANGOON NEAR DOLS EIGHT THOUSAND. 

3. IN REPLY FINAL PARA REF (C), NEW QUOTATION RECEIVED FROM 
SWIFT SKILL (SUPPLIER SINGAPORE) REFERRED TO IN PARA 3 REF (B), 

TOTALS SINGAPORE DOLS 98,654 (US$41,980). ELIMINATING FIXTURES 
AND ACCESSORIES FOR STREET AND FLOODLIGHTING (WHICH EMBASSY 
WILLING DEFER UNTIL LATER DATE) FURTHER REDUCES COST TO TOTAL 
SINGAPORE DOLS 88,675 (US$37,734). IF CONSULTANT FEE CHARGED TO 
CODE 610, ADDITION OS INSTALLATIT CTSTS TO ABOVE MATERIAL COST 
WOULD BRING TOTAL WITHIN MINOR IMPROVEMENT LIMIT. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RANGOO02242 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750271-0374 
From: RANGOON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750877/aaaacqdp.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 179787, 75 RANGOON 2196 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 DEC 2002 by ReddocGW>; APPROVED <08 MAR 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPOSED ELECTRICAL DISTRIBUTION, PROPERTY 06331 
TAGS: ABLD, BM 
To: STATE 
Type: TE 
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